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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 132955 
ORIGIN NEA-10 

INFO OCT-01 EUR- 1 2 ISO-OO /023 R 

66011 

DRAFTED BY:NEA/ARP:JJZIOLKOWSKI 
APPROVED BY :NEA/ARP:JWTWINAM 

090647Z 125154/23 

R 082354Z JUN 77 
FM SECSTATE WASHDC 
TO AMCONSUL MILAN 

UNCLAS STATE 132955 

FOLLOWING REPEAT DOHA 641 SENT ACTION USDOC WASHDC INFO 
SECSTATE ATHENS ABU DHABI BAGHDAD DHAHRAN JIDDA KUWAIT 
MANAMA MUSCAT TEHRAN 24 MAY. 

QUOTE: UNCLAS DOHA 0641 

USDOC FOR CAGNE 

DEPT FOR NEA/ARP 

ATHENS FOR RKTDO 

3.O. 11652: N/A 
TAGF: BEXP, QA 

SUBJECT: PRIVATE TRADE OPPORTUNITY 

1. 518/01/P00010 

2. 052577 

3. J. DONOVAN 

4. 518 QATAR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 132955 

5Y. QATAR MINISTRY OF COMMUNICATIONS AND TRANSPORT, OFFICE OF 
COMMUNICATIONS. 

6A. SEND BROCHURES TO: 

6B. COMMERCIAL OFFICER. AMERICAN EMBASSY, P O BOX 2399, DOHA, QATAR 
6C. JALAL MAHDI. DIRECTOR OF TELECOMMUNICATIONS, MINISTRY OF 
COMMUNICATIONS AND TRANSPORT, DOHA, QATAR 
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7. N/A 


9. 104-111 DIRECT SALE. 

10. DESCRIPTION 36625-CUSTOMER WISHES TO PURCHASE H.F. 

MONITORING STATION. TECHNICAL DATA OF H.F. MONITORING STATION: 
DIGITAL ELECTRONIC READOUT. 

FREQUENCY RANGE: 15KHZ-30MHZ. 

MEASURING ACCURACY: MINUS 1HZ 
OPERATION MODE: SSB/AM/CW 

MODE OF RECEPTION: Ql. A2, A2H, A2I, A3, A3A. A3J, A3H WITH THE 
FOLLOWING OPTIONS: 

(-) CHOICE OF USB OR LSB 

(2) PROVISION OF RECEPTION OF A3B OR FI 

(3) PROVISION OF AFC 

POWER SUPPLY: 100-125VAC; 200-250 VAC PLUS OR MINUS 10 PCT; 

45-65HZ. 

ENVIRONMENTAL CONDITONS: OPERATING TEMPERATURE- 10 DEGREES C TO 
PLUS 77 DEGREES C; RELATIVE HUMIDITY 95 PERCENT AT 40 DEGREES OR 
BETTER. 

STABILITY: EQUAL 5 PARTS IN TEN TO THE TENTH POWER PER DAY. 
SENSITIVITY: IN 3 KHZ BANDWIDTH THE SIGNAL-TO-NOISE RATION IS 
BETTER THAN: 500KHZ-30MHZ, 15DB WITH 1 MICROVOLTS (EMF) INPUT; 
50KHZ-500KHZ, 15 DB WITH 3 MICROVOLTS (EMF) INTPUT; 1 5KHZ-50KHZ, 

15DB WITH 10 MOCROLVOLTS (EMF) INPUT, INCLUDING IS OMNIDIRECTIONAL 
WIDEBAND RECEIVE ANTENNA. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 STATE 132955 

LANGUAGE OF CORRESPONDENCE: ENGLISH OR ARABIC. PAGNANELLI 
UNQUOTE VANCE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 08-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 32955 

Document Source: CORE 

Document Unique ID: 00 

Drafter: NEA/ARP:JJZIOLKOWSKI 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770205-0696 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770676/aaaacotd.tel 

Line Count: 99 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cb441782-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2222071 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BEXP, QA, US 
To: MILAN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/cb441782-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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